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Discover how 

Omni's taste compares 

to the leading national brand. 


The Situation 

Six hundred smokers in ten major U.S. cities tasted the new Omni 
alongside the leading national brand. Smokers were only told they 
were trying two new cigarettes. Neither the brands nor the 
benefits were disclosed. 

The Results 

• -]- he taste 0 f Omni was found to be as good as, 
if not better than, the taste of the leading national brand. 

• CtfApcisujyerrL- ~h UjIia/zJ 

Smokers rated Omni just as high as they rated the leading 
national brand when asked to compare each to the brands 
' the testers currently smoke. 

• rlM/J^WL. QviZ£*t After smoking both Omni and the 
leading national brand in blind taste tests, smokers 
indicated that they would be just as likely to purchase 
Omni as they would be to purchase the leading national 
brand. 
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Step your way to Nicotine Free! 

Visit Q yestCias.com . 


1 CMNUjngsand IOC's: 15 1.0 mg nicotine: Lips tings amJUflhts 100's: 12 rag. 'tar/ 09 mj niccohec Ultra Light 

6ng.'taf/0.5mg. nicmina. aw. per cigarette ty FTC Method 

Reductions are in comparison to comparable stylos of the leading brand. 
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